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UNITED STATES INTELLIGENCE BOARD 


MEMORANDUM FOR HOLDERS OF USIB-D-5.2/1 
SUBJECT > Technical Surveillance Countermeasures Committee 


REFERENCES : a. USIB-D-5.2/1, 11 December 1964, Limited 
Distribution 
b. Item 6, USIB-M-363, 16 December 1964 


1. As indicated in reference b., the proposed changes in the 
draft. DCID No. 1/12 (Attachment to reference a.) as tentatively 
accepted at the 16 December United States Intelligence Board (USIB) 
meeting, are circulated in the Attachment hereto for final action by 
the Board at the 23 December meeting. 


2. As also requested in reference b., aaa advised 
that the draft DCID No. 1/12 as tentatively amended in the Attachment 


hereto appears to be acceptable to the FBI. 
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